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To be filled out by dealer and retained by customer as permanent record. 


For warranty conditions, please read carefully. 
Upon receipt of Warranty Registration form, you will be sent a current list 
of factory authorized Dometic Service Centers. 
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Each Seller named below warrants that this Dometic refrigerator 

is free from defects in material and workmanship under normal use 
and service, on the following terms: 

1. This Warranty is made only to the first purchaser who acquires 
this refrigerator for his own use (hereafter called the Original 
Purchaser’). 

2. This Warranty will be honored by Seller or by any Dometic 
Service Center. A current list of Dometic Service Centers will be 
sent to the Original Purchaser upon receipt of the enclosed 
Warranty Registration Card, or on request. 

3. Any part of this refrigerator returned to Seller or to any Dometic 
Service Center which, upon examination, is determined by them 

to have been defective in material or workmanship, will, at their 
option, be repaired or replaced under this Warranty without charge 
for material or labor. 

4. The obligation to repair or replace defective parts will apply only 
to parts returned to Seller or to a Dometic Service Center within 
one year of the date of purchase by the Original Purchaser, and 
will constitute Seller's sole obligation under this Warranty. 

5. Seller will have no obligtion under this Warranty with respect 
to conditions unrelated to the material or workmanship of this 
refrigerator. Such unrelated conditions include, without limitation 
(a) faulty installation or venting and any damage resulting 
therefrom; (b) the need for normal maintenance of this refrigerator 
(including the cleaning of the burner jet and flue tube and the 
adjustment of the gas pressure regulator), and any damage 
resulting from the failure to provide such maintenance; and (c) any 
accident to, or misuse of, any part of this refrigerator, and any 
alteration thereof by anyone other than Seller or its authorized 
representative. 


SELLER WILL NOT BE LIABLE FOR SPECIAL OR 
CONSEQUENTIAL DAMAGES. 


THE DURATION OF ANY IMPLIED WARRANTY CREATED BY 


OPERATION OF LAW IN CONNECTION WITH THE PURCHASE OF 
THIS REFRIGERATOR IS LIMITED TO ONE YEAR FROM THE 
DATE OF PURCHASE BY THE ORIGINAL PURCHASER, AS 
HEREIN DEFINED. 


Dometic Sales Corp. Dometic Sales of Canada Ltd. 
2320 Industrial Parkway 2270 Speers Road 

(P. O. Box 490) (P. O. Box 212) 

Elkhart, Indiana 46514 Oakville, Ontario, Canada 
Telephone: (219) 294-2511 Telephone: (416) 827-2971 


Warranty 
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ADDITIONAL FOUR-YEAR COOLING UNIT COVERAGE 


A service contract covering replacement of the cooling unit only 
of this refrigerator for an additional four-year period after the 
expiration of the warranty period is available through our 
Dometicare Program at a one-time charge of $25. 


The Dometicare service contract entitles the Original Purchaser 
(i.e., the first purchaser who acquires the refrigerator for his own 
use) to have the cooling unit replaced if it should fail during the 
term of the service contract. The defective cooling unit will be 
replaced without cost for labor or parts at any Dometic Service 
Center. The Dometicare service contract is non-transferable and 
non-renewable. 


In order to obtain the Dometicare service contract, please mail 
the enclosed Dometicare service application, with a check for $25 
to one of the following firms, whichever is in your area: 


United States: 
Dometic Sales Corporation 
2320 Industrial Parkway (P.O. Box 490) 
Elkhart, Indiana 46514 


Canada: 
Dometic Sales of Canada Ltd. 
2270 Speers Road (P.O. Box 212) 
Oakville, Ontario, Canada 


The application and check must be mailed within 30 days of 
purchase. A Dometicare credit card entitling you to the service 
described will be mailed to you on receipt of application. 
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